PREFACE  TO  SECOND  EDITION.
IN the revised edition of the Temperature-Entropy Diagram a more extended application of the principles of the ^-analysis to advanced problems of thermodynamics has been made than was possible in the limited scope of the previous edition.   The Chapter on the Flow of Fluids has been entirely rewritten and treats   at   length   various   irreversible   processes.    A. graphical  method  of  projecting  from  the pv-  into the TY-p.Iane has been elaborated for perfect  gases and its   application  illustrated   in the   chapters   on Hot-air Engines and Gas-engines.   The various factors affecting the  cylinder   efficiency   of  both   gas-  ami steam-engines have been thoroughly discussed.    Ono chapter has been devoted to the thermodynamics   of mixtures of gases and vapors,  and  another to  the description and use of Mollier's total energy-entropy
diagram.
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